The  beautiful 

new  First  Presbyterian 
Church  of  Fort 
Wayne,  Indiana,  is 
equipped  with 
Solid  Kumfort  Chairs 
That  Fold,  used  in 
many  different  rooms 
and  departments. 
Here  are  shown 
Model  451  Chairs  in 
the  Choir  Loft. 
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